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No. 13 ] NEW DELHI, WEDNESDAY, JANUARY 7, ] 998/PAUSA17,1919 


Tara aftT-3irq>t*di 

(■jqNt^^fSsWPT) 

I 

ftwfl, 1 1998 

W.aiT. 26 (3T)—%^TR*f>R, W3^kT1NT1TW(TnWl) 1987^ 18, ft^19 3^tTf^20% 

W^’RHTRmr3lf^(¥w, 1976 (1976 60) ^«IKr22'jfr SKI ^ ^ 

fe. (jf^9Hi-i4iooi sTEWT'^ wl'-inT% %T^, RiHRiRaw ■!fn, ■^fr 35 ^ arftPt'MH ■giu 

3T^it31^, W % MORKn ^ f^Pi'*if''i ^j*iRi 

Mt, aierfTi;:-- 

(1) HIH'ti 1 ■'fl'/3.28 100^^/328’T^te 

(ii) inwtq 1T(t/3,28T<t3^ 100^/328’^ 

3Ttqf?(:— 

( 1 ) 31*1110(5 «1|ti 3?fT IIH 'IKO % <.l'"1^r5T '^1 ft soli 3 i.-<h«?T ftciRo nfT ft)Q, '411 l^i); 

(2) '517^ 3iHn«h 3iVT EFT % 3TF1T^■'ITT^f) '^(tWlsWtftr ->1^ ftp^ ftpiffifl 

-f**i_- - - ,^. 

TO*1T^ 3; 

(3) TnrrftfTT 3ti% ^■Prqftrfti^^ aiVL^rif a^ftfl^f ■*?>) 
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( 4 ) '‘e 4, RKl ’3ET?W^TSf 3^1 mihI WSn, fRI Pih [(1 ‘iidl 24 h;tn 4 t ^ 4 oRI 

-qr 3?RTTf4f. qyf^qj 3rf4<?na i wawRwrqqr 

%#qTRqjR^RT w Pifii'tr'MifVf)<i ■fe# srf^qqft^i 


[m u’s^ TR^. 20(7) 97] 
TI^ #5IT?qq, 


MINISTRY OF FOOD AND CONSUMER AFFAIRS 
(Department of Consumer Affairs) 

ORDER 

New Delhi, the 1st January, 1998 

S.O. 26(E).— In exercise of the powers conferred by the proviso to section 22 of the Standards of Weights and 
Measures Act, 1976 (60 of 1976) read withrules 18,19and 20ofthe Standards of Weights andMeasurcs (General) Rules, 
1987, the Central Government hereby permits M/s. Festo Measuring Industries Ltd., Ferozpur Road, Ludhiana-141001 to 
manufacture the following weights and measures, not conforming to the standards established by or under the said Act, 
exclusively for the purposes of export, for a period of one year from the date of publication of this Order, namely:— 

(i) Fibre Glass measuring tapes 1 m/3.28ft to 100 m/328ft 

(ii) Steel measuring tapes 1 m/3.28ft to 100 m/328ft 

2. The permission to manufacture the above weights and measures, exclusively for the export puposes shall be 
subject to the following additional conditions, namely:— 

(1) no non-standard weights and measures, shall be sold or otherwise distributed within the territory of India; 

(2) each of the non-standard weights and measures, shall carry a declaration on its outer cover that it is meant 
for “export purposes” only; 

(3) the firm shall submit to the Central Government, at the end of the calendar year, astatementas to the quantity 
of the non-standard weights and measures exported by it and the particulars of the persons to whom such 
exports have been made; and 

(4) the firm shall maintain a monthly record of the number of such non-standard weights and measures manufac¬ 
tured by it, number of non-standard weights and measures exported by iL and number of non-standard weights 
and measures in stock or under production. The record so maintained shall be open to inspection by an 
officer authorised by the Central Government, in this behalf. 


[F. No. WM-20(7)/97] 
RAJIV SRTVASTAVA, Addl. Secy. 
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